ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 NO VEHICLE 


DATE 09-10-2015 
OFFICER 1 M. COOGLE #129 
OFFICER 2 

SUPERVISO J. SALAZAR 

R 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. WE PATROLLED THE PARKING STRUCTURE 
AND NO SUSPECTS WERE SEEN. 


1200/12 SOW / ROLL CALL 
30 


1230/14 ADMIN- BID OFFICE 
00 
I COMPLETED MISC AI ADMIN AND TRAINING. 


1530/16 STATION CALL- 1410 HIGHLAND VENUE- GOODYEAR 
00 
I PICKED UP VEHICLE #1. A/C STILL NOT 100%. 


1600/16 CODE 7 
30 


1645/16 RADIO CALL- 1787 HIGHLAND AVENUE- VALERO 
55 

FB2 RECEIVED A CALL FOR A 415 M/W INSIDE A VEHICLE. 
UPON ARRIVAL, I NOTICED THE VEHICLE AND SPOKE 
THE SUBJECT INSIDE. HE ADVISED HE DIDN’T 
UNDERSTAND THE ATTENDANT AND TRIED TO TELL HIM 
HE WOULD ONLY BE THERE FOR 10-15 MINUTES. HE 
TOLD ME HE IS A STUDIO EMPLOYEE AND WAS WAITING 
FOR A TRUCK TO MEET AND FUEL AT THE STATION. THE 
TRUCK SHOULD BE THERE IN 5 TO 10 MINUTES. I SPOKE 
WITH PR- GRISHA AND HE WAS UPSET THAT THE 
SUBJECT DIDN’T BOTHER TO TRY AND COMMUNICATE 
WITH HIM. I EXPLAINED THAT HE WILL BE LEAVING IN 
APPROXIMATELY 10 AFTER THE MOVIE TRUCK FILLS 
WITH GAS. PR AGREED. 


1830/19 PATROL 
30 
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I RODE WITH FB2 


2030 EOW 
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